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A&A railroad bridge is located over the the Moldavia 
River near Cervena. The bridge is on the single- 
track Tabor-Pisek line. 
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The steel brides rests on two masonry piers, is 
about 500 maters long and has a river clearance 
of 65. to 7O meters. 
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The TLabor-bisek line, an E-W connection between two 
railroad lines running from lrugue in the directicn 
of Caske Budejovice, is of local importance only. 
The stated overall length of the bridge seems to be 
exerrerated. 
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l.Amnex: Fanoramic Sketch of the Reilroad Bridge 
over the Moldavia River pear Cervena. 


& 
vase 


CoPLOMED .. .. 


BE CLASSIFICATION, SECRET A ener renee 25X1 


Sate TET MARPrOver MAeease 400s OST ero o> CPs POROUS POY 10000267 
an State Fete — TL ——— 


Cenvera ‘Release 2003/08/13’: CIA-RDP -0 415R005600100q02:6 - Sea : 2 a eo. 
:: Ze lezntént mos pre NUOVO EE Co a Bo eds Big 


Mest ma, Q hlownt hosniky zkamene. Konstrukce on Zeleznd . : 
fsck) cca 5- 70m, 500m dlouhy.. . 
Most je mezi stanicemi VLASTEC ‘net 
me. toate PISEK - -TABOR 
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